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PRESENTATION FORM FOR GRAPHIC MATERIAL 

(Submit to HQ-OO/C in trip licate with process sheet attached) 

BIST: ~ORIG- GRAPHICS; DUPL- CASE FILE; TRIPL- SOURCE FILE: QUAD- FO REPOST) 


AREA " 

USSR/US 


SUBJECT 

Pictures of Ignitron Sets 

NUMBER OF ITEMS AND CATEGORY (Still photographs, negatives, or slides) 

date of exposure Prior to IQliS 


19 April 1955 


CHECK CLASSIFICATION OF PHOTOGRAPHS WHEN SEPARATED FROM THIS FORM. (The classification need not be the same.), 
■ Bfc} «.. G .- OrNO l ! * LO WTV CZD C I A OFF I C I ALS ON LY CZJsECRET 

tZZJeONM^TIAL ivy /0 C2 Prestricte D // CZZDunclass.f.ed j 


BRIEF SgJg^-jC^RlpTi^N 


IS SOURCE APT TO MAKE ADDITIONAL PHOTOGRAPHIC MATERIAL AVAILABLE? ( I Ves DCQno 
MAY SOURCE'S NAME BE REVEALED TO GRAPHICS REGISTER, OCD, IF REQUIRED? Hoi Yes | '| No 

DESCRIPTION OF MATERIAL 

#1 - Two front views of 6000 ampere ignitron consisting of 12 tubes 

of 5 OO amperes each> built by Westinghouse Electric Corp. for 
the USSR during World War II . 

#2 - Tie ' ws of P 101 ^ 63 #1. 

^ This is a front view of a Westinghouse 

^^c^^^oor^^^gn^roi^er built for Aluminum Company of America. 
They will be seen in operation on inside cover of Westinghouse 
publication B-3024-A. 


The ones built for the USSR were not a special type and are the 
same as they would build for a US customer today /I 9 Apr 957 
Theparaphlet is for background and is a gift. “ ^ 


GR CONTROL NO. 


NITRATE FIL 


R HEADQUARTERS USE ONLY 


DATE FORWARDED TO GR BY GMP 
-Jy S 3 ~y > " 


RETURN DEADLINE l IF LOAN) 
- ^ ~ j /x-y c —■ • ■ - * 
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FEB 1953 57-27 PREVIOUS EDITIONS NOT TO BE USED. 




LATIONS 


(47) 






